Docket No. PENN 83-203-R

This docket concerns a Section 104(d) (1) Order No.
2111720, issued by MSHA Inspector Lloyd D. Smith at 9:17 a.m.,
on June 1, 1983.  Mr. Smith cited a violation of mandatory
safety standard 30 CFR 75.200, and the condition or practice
is described as follows on the face of the order:

It was evident that a person or persons
had worked inby the permanent roof supports
in a crosscut No. 8 to No. 9 room in the
D-Butt, 040 Section in that a permissible
type water pump had been installed 3 feet
inby the last row of installed roof bolts
and there were no temporary roof supports
installed in this working place to permit
the installation of the pump.  This
violation occurred on a previous shift.

Inspector Smith noted that the violation was "significant
and substantial," and marked the appropriate negligence
block on the citation form "High."  He also made reference
to his previous section 104 (d) (1) Citation No. 2111715,
which he issued on May 25, 1983.

Inspector Smith noted that Citation No. 21-11720 was
terminated on June 1, 1983, at 9:45 a.m. and that "The pump
was removed by dragging it out with the discharge line cut
power cable."

Stipulations

The parties stipulated to the following:

1.  The Helen Mining Company owns and operates the
Homer City Mine and both are subject to the juris-
diction of the Federal Mine Safety and Health Act of
1977, Public Law 91-173, as amended by Public Law
95-164 (Act).

2.  The Administrative Law Judge has jurisdiction
over this proceeding pursuant to Section 105 of
the 1977 Act.

3.  The subject Citation No. 2111715 and Order Nos.
2111718 and 2111720, were properly served by a duly
authorized representative of the Secretary, Lloyd Smith.

4.  Copies of Citation No. 2111715, Order No. 2111718
and Order No. 2111720 (attached to the Petition for

532nt against which the cited standard is directed was unlikely,
